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Medical  Officer's  Report . 


Shelf,  April,  1909. 

TO  THE  URBAN  DISTRICT  COUNCIL. 


Mr.  Chairman  and  Gentlemen, 

I  have  pleasure  in  laying  before  you  my  Annual  Report 
on  the  health  of  the  District,  for  the  year  1908. 

It  is  the  Thirty-fifth  Annual  Report  made  for  this 
District,  and,  as  in  past  years,  consists  of  the  various  statis¬ 
tical  papers,  reports,  &c.,  required  by  the  Local  Government 
Board,  Home  Office  and  County  Councils,  along  with  other 
matters  of  immediate  interest  to  the  hygiene  and  good  health 
of  the  District. 

In  looking  over  several  of  my  Annual  Reports  in  recent 
years,  I  have  been  struck  with  their  sameness,  and  the  reiteration 
of  facts  chiefly  concerning  the  district,  that  must  to  you 
gentlemen  appear  to  be  quite  unnecessary — information  that 
every  resident  knows  quite  well. 

S 

I  would  like  to  point  out  that  this  Report  is  not  only 
intended  for  the  information  of  the  Shelf  District  Council,  but 
also  as  a  source  of  information  to  the  L.  G.  B.  and  County 
Council,  who  are  not  conversant  with  the  district,  and  are  helped 
by  any  local  information  I  can  give  them. 
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Area  of  District  and  Population. — The  area  of  the 
District  is  1,303  acres,  exclusive  of  water. 

The  population  I  think  is,  if  altered  at  all,  slightly  less,  but 
as  there  will  be  a  Census  next  year,  I  did  not  think  it  advisable 
to  make  any  alteration,  so  all  calculations  have  been  based  on 
the  assumption  that  no  change  has  taken  place  since  the  last 
census  of  1901,  when  the  population  was  2,500.  The  number 
of  inhabited  houses  is  700,  giving  an  average  of  39  persons 
per  house. 


Births.  —The  registered  births  during  the  year  were  47, 
consisting  of  28  males  and  19  females,  included  in  which 
are  3  illegitimate,  giving  a  birth-rate  of  18  8  per  thousand, 
an  improvement  on  last  year,  which  was  only  16  0  per 
thousand,  but  still  far  from  satisfactory.  The  birth-rate  for 
England  and  Wales  during  same  period  was  26-5. 


Table  A.— BIRTHS. 


Y  ear. 

Population 
Estimated  to 
middle  of  year. 

Number. 

Rate  per  1,000. 

1899 

2500 

66 

26-4 

1900 

2500 

58 

23-2 

1901 

2500 

55 

25-6 

1902 

2500 

45 

18-0 

1903 

2500 

47 

18-8 

1904 

2500 

46 

18-4 

1905 

2500 

37 

14-8 

1906 

2500 

41 

16-4 

1907 

2500 

40 

160 

1908 

2500 

47 

18-8 

1 

It  will  be  seen  on  looking  at  Table  A,  that  during  the 
latter  half  of  the  period  taken,  ten  years,  there  is  a  more  or 
less  steady  decline  in  the  birth  rate. 
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Deaths. — The  deaths  during  the  year  numbered  37. 
There  were  18  males  and  19  females. 

This  gives  a  death  rate  for  the  year  of  14-8  per  thousand, 
an  increase  on  last  year’s,  which  was  unusually  low,  viz.,  1 1  *6 
per  thousand,  and  approaching  very  closely  to  the  death  rate 
of  England  and  Wales,  which  was  14-7,  and  is  the  lowest  ever 
recorded. 


Table  B.— DEATHS. 


Year. 

Population 
Estimated  to 
middle  of  year. 

Number. 

Rate  per  1,000. 

1899 

2500 

46 

18-4 

1900 

2500 

39 

15  6 

1901 

2500 

44 

17-6 

1902 

2500 

58 

23-2 

1903 

2500 

37 

14-8 

1904 

2500 

42 

16-8 

1905 

2500 

33 

13-2 

1906 

2500 

48 

19-2 

1907 

2500 

29 

11-6 

1908 

2500 

37 

14-8 

Table  B  I . 


Mortality  from  all  causes  at  subjoined  ages  for  the  year  1908. 


Under 
1  year. 

1  and 
under  5. 

5  and 
under  15. 

15  and 
under  25. 

25  and 
under  65. 

65  and 
over. 

Tor 

Juder 

5. 

rAL. 

Above 

5. 

1st  Quart’r 

✓ 

7 

5 

12 

2nd  ,, 

1 

i 

1 

2 

4 

2 

7 

3rd  ,, 

•  •  • 

4 

2 

6 

4th  „ 

2 

1 

2 

4 

1 

3 

7 

1 

Total 

3 

2 

3 

17 

12 

5 

32 

6 


Table  B  II.— Infantile  Mortality  Rate. 


Year. 

Population 
Estimated  to 
middle  of  year. 

Total  Deaths 
Registered 
at  all  ages. 

Number 

under 

1  year. 

Rate  per  1,000. 

1899 

2500 

46 

10 

151-5 

1900 

2500 

39 

6 

1030 

1901 

2500 

44 

6 

1090 

1902 

2500 

58 

3 

288  8 

1903 

2500 

37 

13 

63-8 

1904 

2500 

42 

4 

95-23 

1905 

2500 

33 

3 

81-8 

1906 

2500 

48 

6 

146-34 

1907 

2500 

29 

6 

150-0 

1908 

2500 

37 

3 

63-8 

Infantile  Mortality  Rate. — Only  three  children  under 
one  year  of  age  died  during  the  year,  making  an  infantile 
mortality  rate  of  638  per  thousand.  This  is  quite  satisfactory. 

The  rate  for  England  and  Wales  was  121  per  thousand 
births. 


ZYMOTIC  DISEASES:— 

Smallpox. — No  case. 
Diphtheria. — No  case. 
Membranous  Croup. — No  case. 
Erysipelas. — No  case. 

Scarlet  Fever. — No  case. 
Enteric  Fever. — No  case. 
Puerperal  Fever. — No  case. 
Measles. — No  case. 

Chicken  Pox. — Several  cases. 
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Epidemic  Influenza. — There  were  numerous  cases 
at  the  beginning  of  the  year  ;  not  severe,  and  with  no 
deaths.  The  latter  part  of  the  year,  Influenza  became 
Epidemic,  with  throat  troubles  as  the  most  prevailing 
symptom.  Still,  although  the  severity  of  the  attack  was 
greater  than  in  former  Epidemics,  no  deaths  were  certified 
as  being  directly  due  to  this  disease. 

Phthisis. — There  were  three  deaths  from  Pulmonary 
Tuberculosis,  and  one  death  from  Tubercular  disease  else¬ 
where. 

Malignant  Disease. — Four  deaths  under  this  heading. 
It  is  remarkable  how  year  after  year,  the  high  average  of 
deaths  from  Malignant  Diseases  is  kept  up. 

Nuisances. — These  have  been  well  looked  after  by  your 
Inspector. 

Excrement  or  Refuge  Removal. — The  scavenging  is  still 
let  by  contract,  and  is  keeping  up  that  improvement  I  mentioned 
in  my  last  report ;  the  checking  by  Contractor  and  Surveyor 
teuds  to  keep  the  Contractor  up  to  scratch.  The  ashpits  are 
emptied  about  three  times  a  year,  but  oftener  if  necessary. 
There  has  been  a  satisfactory  absence  of  complaints. 

Water. — The  whole  District,  with  the  exception  of  Pepper 
Hill,  is  supplied  with  water  from  the  Bradford  Corporation, 
through  a  local  Company.  It  is  a  good  pure  water,  and 
unless  treated  has  a  plumbo-solvent  action,  although  I  have 
not  found  one  sample  I  have  tested  out  of  several  during  the 
year,  to  contain  any  lead. 

Nor  has  there  been  any  case  of  lead-poisoning. 

Roads  and  Lighting. — The  District  is  well  lit-up  at  night 
with  incandescent  gas  mantles. 

The  roads  will  compare  favourably  with  most  country 
districts. 
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Hospital. — Our  arrangement  with  Halifax,  which  allows 
us  to  send  our  zymotic  cases  to  their  Fever  Hospital,  still 
holds  good. 

Fortunately,  we  have  not  had  a  case  during  the  year. 

Infectious  Diseases  Notification. — The  compulsory  noti¬ 
fication  of  infectious  diseases  was  adopted  and  came  into  force 
in  May,  1896.  In  July,  1898,  measles  was  added. 

Chicken-pox  ought  to  be  included. 

In  1900,  Phthisis  was  made  voluntary,  but  has  not  been 
a  success.  I  have  never  had  a  case  of  phthisis  reported  to 
me  during  the  whole  time. 

Bye  =  Laws. — These  were  adopted  on  November  5th,  1901 ; 
approved  by  the  Local  Government  Board  November  28th, 
1901. 

They  are  ample  for  the  present  requirements. 

Vaccinations. — Opposition  is  not  so  marked. 

Drainage. — The  drainage  of  the  district  is  now  very 
good.  The  greater  part  of  the  sewage  is  treated  at  the  dis¬ 
posal  works. 

It  will  be  remembered  that  Shelf,  with  a  total  area  of 
1,303  acres,  is  divided  into  two  distinct  water-sheds.  The 
first  including  Shelf  Village,  Shelf  Moor,  and  drains  naturally 
into  Woodfall  Beck. 

The  other  Water-shed  includes  the  hamlets  of  Stone 
Chair,  Lower  Shelf  and  Lumbrook,  and  drains  into  the 
stream  named  “  Lumbrook.”  This  latter  part  of  the  sewage 
scheme  is  now  under  consideration,  and  will,  when  complete, 
render  the  sewage  problem,  with  all  its  controversies,  a 
thing  of  the  past. 
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FACTORY  AMD  WORKSHOP  ACT . 


There  are  three  mills  in  the  District,  one  of  which  is 
divided  into  three  factories.  When  trade  is  normal  they 
together  employ  seven  or  eight  hundred  hands. 

The  spinning  of  yarns  and  manufacture  of  cloth  is  the 
staple  trade  carried  on. 

Their  general  condition  is  satisfactory. 

Lumbrook  Mill  is  an  old  mill,  situated  on  the  borders  of 
Shelf,  Northowram  and  Halifax. 

It  is  provided  with  fire  escapes,  chemical  apparatus  in 
the  rooms,  and  also  water  buckets. 

Whitewashing  is  done  every  fourteen  months. 

The  number  of  employed  is  as  follows: — 

Winding  Eoom:  20,328  cubic  feet,  4  males  (ventila¬ 
tion — open  windows.) 

Hand-Loom  Weavers:  20,328  cubic  feet,  10  males; 
3  females. 

Menders  :  20,328  cubic  feet,  26  females. 

1  privy  for  each  sex  provided  in  these  rooms. 

No.  1  Shed — Weaving:  124,608  cubic  feet,  7  males; 
^37  females. 

No.  2  Shed — Finishing  and  Twisting  :  297,000  cubic 
feet,  26  males  ;  4  females. 

No.  1  and  No.  2  Sheds  use  the  same  con¬ 
veniences,  one  provided  for  each  sex. 
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The  Sheds  are  ventilated  by  ventilators  and 
open  windows. 

Combing  Room:  39,853  cubic  feet,  2  males;  4  females. 

Warping  Room:  56,840  cubic  feet,  4  males;  7  females. 

Combing  Room  use  same  conveniences  as  No. 
1  and  2  shed. 

Warping  Room  use  same  conveniences  as  No. 
1  Spinning  Room. 

No.  1  Spinning  Room:  56,840  cubic  feet,  15  males ; 
25  females. 

No.  2  Spinning  Room:  56,840  cubic  feet,  12  males; 
20  females. 

Drawing  Room:  58,461  cubic  feet,  2  males;  14 
females. 

One  privy  for  each  sex  in  these  rooms. 

The  privies  are  newly  constructed,  detached  from  the 
main  building,  and  provided  with  through  cross  ventilation. 

About  221  persons  are  at  present  employed,  many  of  these 
live  out  of  the  District. 

The  lighting  and  ventilation  are  good. 

The  Bradford  and  Halifax  water  mains  are  close  to  the 

mill. 

A  Finishing  Department  has  been  added  during  the  year, 
and  Settling  tanks  have  been  provided  to  deal  with  the 
trade  refuse. 
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Clough  Mill. — Clough  Mill  is  a  modern  stone-built  mill. 
It  is  provided  with  an  up-to-date  stationary  fire-engine,  with 
lengths  of  hose  to  get  to  any  part  of  the  building. 

Buckets  are  hung  in  the  respective  rooms. 

White-washing  is  done  every  fourteen  months. 

Settling  tanks  have  been  provided  to  deal  with  their  trade 
refuse.  All  waste  water  from  washing  and  scouring  depart¬ 
ments  is  run  into  tanks.  The  fat  is  broken  up  by  the 
addition  of  vitriol,  and  is  cleaned  out  and  refined.  This  ought 
to  practically  pay  for  itself. 

The  rooms  are  large,  well  lighted  and  ventilated. 

Number  employed: — 

No.  1  Room,  101,300  cub.  ft. :  3  females;  9  males. 

No.  2  ,,  96,800  ,,  50  ,,  6  ,, 

No.  3  „  96,800  „  12  „  3  ,, 

No.  4  Garret,  70,000  „  18  „  2  „ 

One  privy  for  each  sex  is  provided  in  these 
rooms. 

Weaving  Shed,  220,605  cub.  ft.:  70  females;  4  males. 

Four  privies  are  provided  for  females  in  this 
Shed;  one  privy  for  males. 

Warping  Room,  44,784  cub.  ft.:  6  females;  5  males. 

Weft  Room,  24,600  cub.  ft.:  1  female;  2  males. 

Piece  Room,  57,000  cub.  ft.:  28  females;  2  males. 

One  privy  provided  for  each  sex  in  these  three 


rooms. 
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Blacksmith  Shop,  13,900  cub.  ft. :  4  males. 

Offices,  9,300  cub.  ft. :  8  males. 

Twisting  Room,  25,500  cub.  ft. :  12  males. 

Sizing  Room,  19,200  cub.  ft. :  2  males. 

Finishing  Shed,  147,900  cub.  ft.:  10  males. 

Shelf  Mills  are  a  large  stone  building,  roughly  forming 
three  sides  of  a  square.  It  was  partially  rebuilt,  part  of  it 
being  destroyed  by  fire. 

It  is  divided  into  three  factories,  under  three  different 
firms.  The  largest,  a  firm  of  worsted  spinners,  employ 
about  250  hands.  The  other  two  firms  employ  about  fifty 
each. 

No.  1  Room,  Old  Mill,  54,756  cub. ft. :  3  males;  25  females. 


No.  2  „ 

1) 

50,193 

„  9 

„  20 

No.  3  „ 

) ) 

50,193 

„  io 

„  17 

No.  4  „ 

1 1 

32,760 

„  6 

„  15 

There  is  one  water  closet  in  each  of  these  rooms 
for  each  sex. 

Spinning  Rooms,  New  Shed,  43,776  cub.  ft.:  6  males; 
18  females. 

One  privy  for  each  sex. 

Spinning  Room,  Old  Shed:  This  is  divided  into  two, 

Air  Space  87,360  cub.  ft.,  30  females  ;  10  males. 
The  other  portion,  111,016  cubic  feet,  30  females; 
7  males. 

There  are  four  privies  in  this  room,  kept  exclu¬ 
sively  for  the  use  of  the  females. 

One  urinal  erected  outside. 
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Mechanics’  Shop,  8,720  cub.  ft.:  3  males. 


Carding  Room,  8,720 


>  J 


3 


1 ) 


Ruling  Room,  5,340 


)  ) 


7  females. 


Wash  House,  27,946 


) ) 


20  males. 


Combing  Room,  43,776 


f  > 


6  males ;  18  females. 


One  privy  for  each  sex  in  this  room. 


There  are  three  privies  in  the  yard,  which  are  used  by 
about  30  males.  There  are  also  two  urinals. 

Weaving  Shed  :  77,025  cub.  ft.,  15  males;  35  females. 

The  mill  is  white-washed  every  fourteen  months,  well 
lighted  and  ventilated  and  is  supplied  in  case  of  fire  with 
aipple  lengths  of  hose-pipe,  unions,  &c.,  chemical  apparatus, 
and  water  buckets. 

Workshops. — In  the  District  the  Workshops  on  the 
register  are  as  follows:  —  Dressmakers,  2;  Milliner,  1; 
Wheelwright,  1 ;  Bootmakers,  2 ;  Shoeing-smiths,  1 ;  Steam 
Laundry  ;  Tailors,  2 ; 

All  these  are  in  a  satisfactory  condition. 

/ 

Bake-houses  (1). — Satisfactory. 

Slaughter-houses  (2). — Satisfactory. 


Offensive  Trades. — One  Tannery,  in  good  condition. 
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D.C.M.  Order. — This  is  yearly  making  itself  felt.  Farmers 
are  beginning  to  realize  that  they  will  get  better  results,  the 
more  hygenic  the  conditions  are  under  which  they  keep  their 
cows.  Fresh  air  and  cleanliness — the  latter  particularly— is 
very  hard  indeed  to  instill  into  the  minds  of  the  older 
school  of  farmers. 

A  register  is  kept  of  Cow-keepers. 

In  conclusion,  I  again  have  to  thank  your  Inspector, 
Mr.  Alfred  Riley,  for  his  unfailing  kindness. 


I  have  the  honour,  Gentlemen,  to  be 
Your  obedient  servant, 


W.  ROSETHERNE  THOMPSON, 
Medical  Officer  of  Health. 


Table  l.—FOR  WHOLE  DISTRICT 
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Table  II.  —For  Whole  District. 


Year. 

Population 
estimated  to 
Middle  of 
each  Year. 

Births 

registered. 

Deaths 

at 

all  ages. 

Deaths 
under 
one  Year. 

1898 

2550 

57 

40 

9 

1899 

2500 

66 

46 

10 

1890 

2500 

58 

39 

6 

1901 

2500 

55 

44 

6 

1902 

2500 

45 

58 

13 

1903 

2500 

47 

37 

3 

1904 

2500 

46 

42 

4 

1905 

2500 

37 

33 

3 

1906 

2500 

40 

49 

6 

1907 

2500 

40 

32 

6 

Averages 
of  years 
1898  to  1907 

2505 

491 

42-0 

6-6 

1908 

2500 

47 

41 

3 

Table  III.— For  Whole  District. 


CASES  OF  INFECTIOUS  DISEASES  NOTIFIED 
DURING  THE  YEAR  1908. 


No  case  notified  during  the  year. 


Isolation  Hospital : — By  arrangement  with  Halifax. 
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Table  V.—For  Whole  District, 


INFANTILE  MORTALITY  DURING  YEAR  1908. 


Cause  of  Death. 

Under  1 
Week. 

Total 

under 

1 

Month. 

2-3 

Months 

4-5 

Months 

10-11 

Months 

Total 

Deaths 

under 

1  Year. 

Congenital  Defects 

Bronchitis  . 

Other  Causes . 

1 

1 

i 

All  Causes. — Certified 
,,  Uncertified 

1 

... 

1 

i 

1  3 

Births  in  the  Year. — Legitimate,  44. 

Illegitimate,  3. 

Deaths  in  the  Year. — Legitimate  Infants,  3. 
Deaths  from  all  Causes  at  all  Ages,  41. 
Population  (estimated  to  middle  of  1908,  2,500. 
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SHELF  URBAN  SANITARY  DISTRICT. 


Medical  Officer  of  Health  W.  ROSETHERNE  THOMPSON. 
Sanitary  Inspector W.  RILEY. 


WATER  SUPPLY — Any  development  during  1907? — ATo. 

Developments  still  needed — None. 

Has  the  public  supply  been  continuous? — Intermit/ant  in  higher  por¬ 
tion  of  District. 

Any  complaint  as  to  action  on  lead  ? — No. 

Any  samples  tested  for  lead  during  1908  ? — Several. 

Result? — No  lead. 

SEWERAGE— 

Developments  during  190S — None. 

Developments  still  needed — Completion  of  Stone  Chair  Section  now 

under  consideration. 

Any  complaints  as  to  offensive  Manholes — No. 

SEWAGE  DISPOSAL— 

Any  complaint  as  to  outfall  works?- Wo. 

SCAVENGING— 

Performed  by  Contractor.  Annual  cost — £60. 

Any  inadequacy,  and  where  ? — None. 

BYE-LAWS— Any  adopted  or  sanctioned  during  1908  ? — None. 

ADOPTIVE  ACTS — Any  steps  taken  for  the  consideration,  adoption,  or 

application  of  : — 

(a)  Notification  of  Births  Act,  1907? — No. 

(b)  Public  Health  Acts  Amendment  Act,  1907  ? — No. 

(c)  Other  Adoptive  Acts? — None. 


Regulated  Buildings 
Trades,  &c.  ' 

No.  on 
Register. 

Total  No.  of 
Inspections 
made. 

General  Condition  ? 

Legal 

Proceedings 
(if  any). 

Slaughter  Houses 

5 

5 

Good 

Cowsheds  . 

32 

32 

Condition 

Improving 

Offensive  Trades.. 
(Tannery) 

1 

1 

Good 

Any  nuisance  from  fish-frying  ? — No. 
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COWSHEDS — Any  special  inspections  made  during  1908? — No. 

Any  action  taken  by  outside  Authorities,  e.g. ,  under  ‘  Milk  )  y 
Clauses  ’  concerning  milk  supplied  from  this  district  ?  /  x 

INFECTIOUS  DISEASE— 

Any  suspected  spread  by  rats,  dogs,  cats,  fowls,  flies  or  fleas? — No. 


SCHOOLS — Any  ailment  or  contagious  disease  associated  particularly'! 

with  school-life  during  1908  /  '  0 


MIDWIVES  ACT,  1902- 

Are  there  any  uncertified  women  attending  confinements  1  y 

without  a  doctor  ?  / 

DWELLINGS — Number  of  Houses  built  during  1908 — 2. 

General  character — Divelling-houses. 

Do  the  new  houses  accord  with  Bye-Laws? — Fes. 

Who  sees  plans  ? — Surveyor  and  The  Council. 

Any  unoccupied  houses  unfit  for  habitation  ? — No. 

Any  overcrowding  of  persons  in  houses  ? — No. 

Any  action  taken  under  the  Housing  of  the  Working  Classes  Acts? — No. 
Is  house-to-house  inspection  systematically  made  ? — No. 

Are  records  kept? — Yes. 

PREVENTION  OF  CONSUMPTION— 

Any  Sanitary  Inspection  of  Patients’  Houses  ? — Occasionally. 

NUISANCES— 

Total  Number  of  Nuisances  in  hand  at  close  of  1907 — None. 

,,  ,,  at  close  of  1908—  None. 

Reported  during  1908 — 9. 

Abated  during  1908 — 9. 

Total  No.  of  Legal  Notices  served  for  abatement  of  Nuisances'! 

J  •  -I  QAQ  /  IN  OHt. 
daring  1908  J 

Total  No.  of  Summonses  or  other  Legal  Proceeding  —None. 

No.  of  Sink  wastes  disconnected  during  1908 — 21. 

No.  of  Sink  wastes  trapped  during  1908—.%. 

Number  of  Closets  newly  constructed  during  1908 — 3. 

Kinds — Water  Closets  1.  Privies  2. 

Number  of  Closets  reconstructed  during  1908 — 1. 

Kinds — Privy  and  Ashpit. 

Number  of  House-drains  tested—  2. 

What  method  adopted— Colouring  Liquid. 
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What  action  has  been  takkn  in  regard  to  thr  following  matters? 

Samples  under  Sale  of  Food  and  Drugs  Act? — 4-  Prosecutions — None.. 

No.  of  Smoke  observations  taken — None.  Legal  Notices — None. 

S  um  mon  ses —  None. 

No.  of  Allotments  provided  under  the  Acts  \  v 
or  otherwise  during  1908  J  1  one‘ 

BIRTHS  during  1908 — Male s  2S  ;  Females  19.  Total  47. 

Number  illegitimate,  included  in  above—  3. 

Number  of  Still  Births  (not  included) — None. 

DEATHS  during  1908 — (1)  Gross  Deaths,  i.e.,  Total  actually  registered  )  „,s 

in  the  district,  without  any  correction  ) 

(2)  Nett  Deaths,  on  which  the  rates  are  calculated — 
Males  IS  ;  Females  23.  Total  41. 

Number  uncertified,  included  in  the  above — 3. 

SANITARY  REQUIREMENTS  OF  DISTRICT,  AND  SUGGESTIONS 
OF  MEDICAL  OFFICER  OF  HEALTH 

Completion  of  Sewage  Scheme. 


Factories ,  Workshops ,  Laundries , 
Workplaces  and  Homework . 

1.  INSPECTION  OF  FACTORIES,  WORKSHOPS  AND  WORKPLACES. 

Including  Inspections  made  by  Sanitary  Inspectors  or 
Inspectors  of  Nuisances — 

Factories  (including  Factory  Laundries) — Inspections,  10. 
Workshops  (including  Workshop  Laundries) — Inspections,  5. 

Total — Inspections,  15. 

2. — REGISTERED  WORKSHOPS— 

Dressmakers,  2.  Milliner,  1. 

Wheelwright,  1.  Bootmakers,  2. 

Shoeing  Smith,  1.  Tailors,  2. 

Steam  Laundry,  1. 

Total  number  of  workshops  on  register,  10. 


